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-ATHLETES -EfflCIENCY - GREATLY- REDUCED -BY -EYE -STRAIN" 




Notice the neat and clean appearance of the ceiling of this gymnasium. Here 
well-diffused lighting reduces eye-strain to a minimum. 



Unique Lighting Used in St. Phillip's Gymnasium 



There is no place where the importance of good light- 
ing is more obvious than in the gymnasium. Athletes 
engaged in strenuous sports must rely on the accuracy 
of their eyesight as well as on the strength and agility 
of their limbs. Indoor baseball, basket-ball, hand-ball, 
and many other games require keen and unimpaired 
vision. Tired eyes do not and cannot function efficiently. 

Nothing fatigues the eye more readily than poor 
lighting. 



The gymnasium of St. Phillip's Athletic Club in 
Chicago is provided with a lighting system that at- 
tests the recognition of these facts by its designers. 
Well placed lighting units equipped with powerful 
X-Ray reflectors are recessed above the ceiling making 
unsightly wire cages for glassware protection unneces- 
sary. Excellent distribution is effected by a combina- 
tion of the corrugations of the reflectors and diffusing 
cover glasses that kill the glare. 



CLRTIS LIGHTING is — lighting from concealed 
sources — indirect illumination — eve comfort — 
the elimination of glare. It's all in the X-Ray 
Reflector! You'll find it everywhere! 



Present your lighting problems to us — any kinJ anj 
place, any time. 



Baltimore, 506 Maryland lnw Bldg. T. II. Bailey, [r. 

Boston, 144 Summer St. .. .Karl Anton Piei 

Cincinnati, 515 Keith Bldg. J. W. Morrison 

Cleveland, 750 Prospect Ave. H. L. Wrighl 

Dallas, 805 Republic ISank Bldg. F. II. Siinnu I 

Denver, 209 Ideal Bldg R. D. Thomas 

Detroit, 400 Penobscot Bldg. I. M. Kirlin 

Kansas City, 310 Reliance Bldg H. B. Wheelei 

Memphis, 2115 Builders' Exchange II. o. Bourlcard 

Milwaukee, 506 Mayer Bldg (;. \ Hill 

Minneapolis, !I4 Third Avenue, South H.irr V s. Davis 

Philadelphia, 6J0 Witherspoon llldg. J. |<. Henrj 

Pittsburgh, 611 I'irsi National Bank lildg G. I. Motto*. 

Rochester, 16 State St. ( . k. Pate 

s,m Francisco, 416 Foxcroft Bldg. II. ( Barnard 

Seattle, 405 Douglas Bldg. Chas. T. Boyd 

St. Louis, 312 Buder Bldg P. D. Cornelisen 

Toronto, 72 Victoria St Ivan R. Church 

Vancouver < has, p. Boyd 

Winnipeg .Harrj S. Davis 
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1119 W.Jackson Blvd., Chicago 

Cuvra Lighting oi N.Y Inc. CnmaLussniHcorCaur^Iise, 
.11 W. loth si . New Y.>rk (11 i w , 6th Si , I OS \n K t-les 



